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CIAE-00 INR-07 L-03 NSAE-00 NSC-05 EB-08 NRC-07 
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DRAFTED BY USERDA: AIA:MVMCCLARY :CKG 

APPROVED BY OES/NET:DHOYLE 

ACDA: I, GAT, I .TNT 

IO/SCT: AJILLSON 

OES/ENP: PGLASOE 

006433 080235Z/64 

P 080128Z SEP 77 

FM SECSTATE WASHDC 

TO AMEMBASSY VIENNA PRIORITY 

UNCLAS STATE 214437 

USIAEA 

E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, ENRG, TECH 

SUBJECT: IAEA REGIONAL SEMINAR ON THE PREPARATION OF RADIO- 
LOGICAL SAFETY AND ENVIRONMENTAL PROTECTION FOR NUCLEAR PRO- 
GRAMS IN LATIN AMERICA, CARACAS, VENEZUELA, NOVEMBER 21-25, 

1977 

REF: VIENNA A-263 

1 . REQUEST MISSION NOMINATE MR. RONALD KATHREN (PORTLAND 
GENERAL ELECTRIC, 181 S.W. SALMON STREET, PORTLAND, ORE- 
GON 97204) TO ATTEND SUBJECT MEETING AT IAEA EXPENSE. 

2. KATHREN HAS COMPLETED SATISFACTORY PROCESSING UNDER SEC- 
TION VIII, E.O. 10422. 

UNCLASSIFIED 

UNCLASSIFIED 
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3. OFFICIAL INVITATION SHOULD BE SENT DIRECTLY TO KATHREN. 
VANCE 
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Subject: IAEA REGIONAL SEMINAR ON THE PREPARATION OF RADIO- LOGICAL SAFETY AND ENVIRONMENTAL PROTECTION FOR 
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